From: Website Contact Form Submission [no-reply@rhcloud.com] 

Sent: 712312017 7:21:02 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Sunday, July 23, 2017 - 7:21 pm 
Submitted by anonymous user: 127.9.253.129 
Submitted values are: 

First Name: Len 
Last Name: Stanley 
City: Durham 
State: NC 

Emai1: 1enstanley.realtor®gmai1.com 
Phone Number: 9196725471 
Message: 

Governor Cooper, 

We want you to REJECT the AC Pipeline for NC. It will not only NOT 
benefit 

us, it is potentially an environmental disaster for our state! we do NOT 
NEED it !! 


The results of this submission may be viewed at: 
https://governor.nc.gov/node/ll/submission/16869 



